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FACILITIES. GENERAL. 

There were several bags of open feed sitting on a pallet in the large bam, Some of Ihe food was spilled on the 
tlodr. 

Improperly stored feed exposes tbs regulated animals ho feed that has prjssiWy deteriorated in qualily or has 
been contaminated by roddnls. This can aflact ihe health and welhbelng of Ibe animals. 

Licensee mual properly etore leed to protect apiainst deterioration, molding, or CH^ntamination by vermin. 
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Inspection and exit interview conducted wilh Animal Care Inspector and Licensee 
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